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MEMORANDUH FOR THE RECORD 
SUBJECT + Weight of OXCART Electronic Equipment 


A study has been made of the various electronic equipzants 
intersted to be installed in OXGART as stated in the Lockheed A-1c 
specification, The various equipments together with thelr weights 
ars listed bellows 


AN/ARN~58 TelueSe 20 ibs. 
AN /ARC-51 UHF Communications 30 Ibs. 
AR/ ARBA Radio Compass 32 lbs. 
AICG~10 Interphone & Iba. 


The above weights do not include any necessary interconnecting 
cabling or aircraft wiring. 
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